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i. On 12 May 1950 the personnel of the Erfurt (i 51/3 36) 
25X1C komendatura. still numbered about 60 men wearing black 
.  ,. bordered red epaulets, was parked in 

the komendetura yard. 


2. The Soviet hospital was located in the Henne Kaserne on 
DitteLsstedterweg, All windows were lighted during the 
evening of 12 May 1950. 


3. Another Soviet hospital was located in the Schuetzenhaus, 
tmbulatory patients arrived daily for treatment, 


4, No changes were observed in the Transportation Company on 
Nordhacuserstrasse, Soldiers of all branches of services 
were seen, 
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